+ Я Dart Aerospace Ltd. 


Date: Monday, 10/11/2008 10:43:33 AM 
User: Е Julie Dawson 


Process Sheet 
Customer : CU-DAROO1 Dart Helicopters Services Drawing Name : 412 GROSS WEIGHT TOWING KIT 
Job Number : 43270 


Estimate Number : 12592 
P.O. Number д Part Number : D412666011 


This Issue : 10/11/2008 8.0. №. : Drawing Number : D412-666 REV C 
Prsht Rev. : NC Project Number : N/A 

First Issue E) Type : MACHINED PARTS Drawing Revision : С 

Previous Run : 42642 Material 


Written By 


Checked & Approved By ; ‚||. 
Comment : Est RevB Added GHG 002 NG 02-03-06 
Est Rev:C — As per Rev C JLM 07-09-07 Verified By:EC 


Due Date : 28/11/2008 Qty: 


Additional Product 


“ШЇ 
Seq. #: Machine Or Operation: Description : 
1.0 DOCUMENT CONTROL 
ИТ II o т gng E 
Comment: Photocopy bluefile & type labels per PPP412-666-011 CHG 004 SEN ua 


PACKAGING 1 PACKAGING RESOURCE #1 


UH HI 


Comment: PACKAGING RESOURCE #1 
Pick S Kit 


3.0 Lug 


- Comment: Qty: 2.0000 Each(s)/Unit Total: 8.0000 Each(s) 


ЧАА 


TS Batch 


AN615A 
( Comment: Qty: 4.0000 Each(s)/Unit Total: 16.0000 Each(s) 
Bolt 


Batch: AN ids 


AN645A 


@ Comment: Qty: 4.0000 Each(s)/Unit Total: 16.0000 Each(s) 
Bolt 
e» — MBA 


Batch: 


Page 1 Form: rprocess 


Dart Aerospace Ltd 
W/O: WORK ORDER CHANGES 


Approval 
DATE | STEP PROCEDURE CHANGE Chief Eng / Approval 


Prod Mgr QC Inspector 


Part No: PAR #: Fault Category: NCR: Yes No DQA: Date: 
Resolution: | Disposition: QA: N/C Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


NM Corrective Action Section B Е | 
Description of МС — - — - Verification | Approval | Approval 
DATE |STEP Section A Initial Action Description Sign & Section C Chief Eng QC Inspector 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 


HMFORMSQuality Assuranceapproved СА\МСАМО RevE 


„ | Date:, Monday, 10/11/2008 10:43:33 AM 
User: . Julie Dawson 


. Process Sheet 
Customer: CU-DAROO1 Dart Helicopters Services Drawing Name: 412 GROSS WEIGHT TOWING KIT 


Job Number: 43270 Part Number: D412666011 


Seq. #: Machine Or Operation: Description : 
6.0 AN960JD616 Washer 


Ç . Comment: Qty.: 


` 8.0000 Each(s)/Unit Total: 32.0000 Each(s) 
Washer 


Batch: Ма б 4 А 


MS21042L6 


I 


Comment: Qty: 4.0000 Each(s)/Unit Total: 16.0000 Each(s) 
Nut 


4 


Comment: |NSPECT 100% KITS FOR COMPLETENESS 
PACKAGING 1 PACKAGING RESOURCE #1 


Comment: PACKAGING RESOURCE #1 
Identify and pack for shipping as per PPP D412-666-011 
Location: 
PPP Rev: < 
FINAL INSPECTIONWIO RELEASE 


ТТЕ TT egia Ky 


Comment: FINAL INSPECTION/W/O RELEASE 


ompletion | 211-18 
= ШЇЇ — 


% (8% 


INSPECT 100% KITS FOR COMPLETENESS 


Page 2 Form: process | 


Dart Aerospace Ltd 


WORK ORDER CHANGES 


W/O: 
Approval 
DATE | STEP PROCEDURE CHANGE = Chief Eng / Approval 
QC Inspector 


Part No: PAR #: Fault Category: NCR: Yes No DQA: Date: 
Resolution: Disposition: QA: N/C Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


IE 
BE NN Action. Section B PE 
Description of NC - Verification | Approval | Approval 
Chief Eng Chief h- Aoten pee Tipon ^3 Date 


ЕБЕ | 


NOTE: Date & initial all entries 


HMFORMS'Quality Аѕѕигапсе\арргоуеа QANCRWO RevE 


1.0 APPLICABILITY: 

GROSS WEIGHT TOWING KIT D412-666-011 MAY BE INSTALLED ON DART D205-634-XXX OR D204-635-XXX OR D412-742-XXX 
SKIDTUBES INSTALLED ON 412 AIRCRAFT TO ALLOW GROUND HANDLING AT GROSS WEIGHT IN ACCORDANCE WITH BELL SERVICE 
INSTRUCTION BHT-412-SI-58. IT IS ALSO ACCEPTABLE TO INSTALL THIS KIT ON 204/205/210/212 AIRCRAFT EQUIPPED WITH DART 
SKIDTUBES IN ORDER TO PRESERVE THE LIFE OF THE AFT CROSSTUBES. THIS KIT CONTAINS ENOUGH PARTS TO INSTALL D2888 
LUGS ON BOTH SKIDTUBES. 


2.0 PARTS LIST: 


ar sar — |oescrenos _ ___ 
-011 | PART DESCRIPTION 


| X [0412-666-011 GROSS WEIGHT TOWING KIT 
[тте зт ттүү есше Ga-cA V OEC UNUM D MMOL DIE CNN 
| 2 | D2888 


Бава 
AL] 
8 | 
[ 4 | 


AN6-15A BOLT 
AN960JD616 WASHER 


WEIGHT AND BALANCE: 


INSTALLATION | WEIGHT | 
D412-666-011 1.90 Ib 163.0 in 
0.86 kg 4.14 m 
PROCEDURE: 


REMOVE АМ№-12А BOLTS (4) ON INBOARD SIDE OF AFT SADDLE AND DISCARD. ON LANDING GEAR WITH DART АЕТ 
CROSSTUBES, REMOVE (4) AN6-40A BOLTS. | 

INSTALL D2888 LUGS WITH AN6-15A BOLTS (2) AS SHOWN IN FIGURE 1. USE AN6-45A (2) BOLTS ON DART CROSSTUBES, AS 
SHOWN IN FIGURE 2. 

TORQUE BOLTS TO 95-110 in-Ib (10.7-12.4 N-m). 


/A5.0 NOTE: 
IT IS ACCEPTABLE TO REPLACE THE AN6-15A/-45A BOLTS WITH LONGER OR SHORTER AN6 BOLTS AS REQUIRED AND/OR INSTALL 


EXTRA AN960JD616 WASHERS UNDER NUT TO ENSURE 1.5 TO 4 THREADS IN SAFETY. 
BELL/ AAI CROSSTUBE (REF) аг MEN 


D2574 x S 
NN D2574 š BOLT MAY 
SADDLE (REF) SADDLE (REF) BE REVERSED 


TO FIT STRAP 
D2888 б 02888 


LUG (1) 


ДА ANG-45A BOLT (1) 
AN960JD616 WASHER (1) 
(2 PLACES) 


AN6-15A BOLT (1) 
AN960JD616 WASHER (1) UN lj DART SKIDTUBE 


(2 PLACES) NS < D204-635-XXX OR 
FIGURE 1 рса FIGURE 2 


(BELL/AAI CROSSTUBES) (DART CROSSTUBES) 


- AN6-45A WAS AN6-43A, ADD NOTES 
- TO ENSURE COMPATIBILITY WITH D412-742-011/-013 
- ESTIMATE (PARTS/PICK LIST) IS AFFECTED 


UPDATE KIT FOR BOTH SKIDTUBES AND 
COMPATIBILITY WITH DART CROSSTUBES 


SHOP COPY Š 
RETURN TO DART AEROSPACE LTD 


ENGINEERING е HAWKESBURY, ONTARIO, CANADA 

р СОР SA 
UNCONTROLLE DRAWING NO. REV. C 
SUBJECT TO AMENDMENT i I D412-666 SHEET 1 OF 1 
WITHOUT NOTICE Ji SCALE 


э yk: 
IUS | > |412 GROSS WEIGHT TOWING KIT 1:4 


COPYRIGHT © 1999 BY DART AEROSPACE LTD 
THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT IT IS 
NOT TO BE USED FOR ANY PURPOSE OR COPIED OR COMMUNICATED TO ANY OTHER PERSON WITHOUT 
WRITTEN PERMISSION FROM DART AEROSPACE LTD. 


